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2'> S.s„ SOVü.' , S0YU2 

5al'\'aged airplane metal is beinc^ smelted down and used td build partitionfe 

Cor the cabins in this ship^. bngines .* whose type is not yet known^ have 

lot yet been installed. The ori^al turbines were removed and sent for 50 XI-HUM 

jYej’hauling to Berlin He nrd. gs dorfj [ but accordlng to an amounceinent from 

bhe Kons truktions •■Büro « the Russians xatex' decided to charige tbe power unit 

bo i.he diesel typeo 


3« S.S. YAKUTU 

The upper deck of this vessel has been modified to form a second promonade 

iecl: ^vith the Intention pf making a mixed car go/ passenger shl p., About 300 5 qx^_HUM 

:iien were working on her 

S.S. . ÄDMIRi\L MlÜil MOV 

The ship has been most thoroughly inspected to ascertain what repairs are 

nectjssary apd what be the extent of the work required.. ScaiTolding 

das been put up all over the ship and some parts of her superstructure 

äs i;ell as the searchlights have been i pmovedo The Tiiole elec tric light 

sys^^iem was in such bad condition that,, short circuits 

and small outbreaks of fire were frequent; iMavlgation equxpment xtras out 50X1 -HUM 

of Order as was the radio which lacked many parts o The degaussing girdle 

has been stripped dovm but it is not je% clear i/^ether this System was | 50X1 -HUM 
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SEGRET/GONTROL - üoSo OEFIGIALS ONLY 
CEi^^TftAL INTELLIGENCE AGENCY 


I of later Russian constructiorio overhauling of the boilers 

and engines häs, to some extent^ startedo Almost all the valves have been 50X1 -HUM 
foond to leak and all the electric cables will have to be stripped arai 
re*in£Julatedo Instructions regarding the mounting of guns have not yet been 
re^eivedo The crew is now on board and consists of including officers« 

Part of the crew is helpiup;, to repair the engines and boiler roonio Of the 
electrical generators only one is functioning at the momento This supplies 
li^t to the mens®^ quarters and the officers" cabinSo A’ne scheauled 
date of completion for this vessel is not yet known since the damage to 
equipment is much greater than was original3y thought« 
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